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MEMORANDUM FOR: | esa Advisory Committee, BPIC 
FRM: Cheirmen, Secreterist, HPIC 
SUBJECT: Proposed J 84-63 (GMAIC Production Facilities) 


reremacs: —Remwert fron] KIA 


be terials 
1. Pursuant to your request for more background on aveileble me’ 
bearing on the new GMAIC requirement on 2% wissile production facilities, I 
heve drewn up the following facts: 


. There exe P.I. reperts on at least 18 of the focilities. . 
7 These contain acce megeurements and line drawings which 
could be lifted and Brought to = cmon scale. 


b. There are line drawings for 50% of the fecilities. Thess 
would require review for chenges or sdditions, but meny 
wala probably de slight. | 

a. Comperstive coverege is avelleble for most of the facilities. 

me dals 

a. As on overall "guesstimete”, 60-70) of the required mcter 
ere aveileble. ‘These, howewer, would require reworking to 
produce a consistent report. 


e. Finelly, it would probably require one full time P.I. to 


meet the 15 June deedline. 25X1A 


2. The ebove fects were furnished by CIA/PID/MES, who has 
worked very closely with the GMAIC Production Ka i 


arth stions should develop during your_intended sie cectig, 
a ee 
Cheirman, 
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